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Message Text 

CONFIDENTIAL 

PAGE 01 LUSAKA 01940 311651Z 
ACTION SY-05 

INFO OCT-01 AF-10 ISO-OO OC-06 CCO-OO OCL-OO FBOE-OO 
A-01 OCPE-OO SYE-00 /023 W 

024053 311724Z/42 

P R 311600Z MAY 78 
FM AMEMBASSY LUSAKA 
TO SECSTATE WASHDC PRIORITY 8542 
AMEMBASSY NAIROBI PRIORITY 
INFO AMEMBASSY MONROVIA 

CONFIDENTIAL LUSAKA 1940 

NAIROBI FOR RCO AND RSO 

MONROVIA FOR ATO 

DEPT FOR OC/PE, A/SY/OPS/T AND OC/S 

E.O. 11652: GDS 
TAGS: ASEC 

SUB J : CCC INTRUSION ALARM INSTALLATION - LUSAKA 

REF: STATE 133192 AND LUSAKA 1938 

POST RECOMMENDS THAT INSTALLATION OF INTRUSION ALARM BE INSTALLED 
AFTER THE INSTALLATION OF SKYLINK BECAUSE PHYSICAL LAYOUT OF 
CCC WILL CHANGE. 

LOW 


CONFIDENTIAL 
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Expiration: 
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Subject: CCC INTRUSION ALARM INSTALLATION - LUSAKA 

TAGS: ASEC 

To: STATE NAIROBI 
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